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Welfare Regulations 
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1 

5. Cats 



23 

• 

23 

6. Guinea Pigs 



5 


5 

7. Hamsters 





0 

8. Rabbits 

4_ 

- 212 

16 
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9. Non-human Primates 





0 

10. Sheep 





0 

11. Pigs 

1_ 


133 
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12. Other Farm Animals 





0 
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(b)(6), (b)(7)c 


Protocol 16841 16283 16285 , and 16539 

The PI requested and the lACUC approved a permanent exemption to the USDA 
requirement for an elevated perch in the cat’s cage following a spinal transaction surgery. 
Spinalized cats cannot reach an elevated perch, so the devices are not useful in this 
population. Additionally, such devices may result in injury to the animal should it 
become entrapped. Padded flooring is provided for the animal in the cage. A total of 16 
cats were covered by this exemption. 

Protocol 16941 

ThePIjrequested permission to perform major survival surgery in a laboratory i(d)(2)High, (b)(7)f 
h)(2)HigMb)('^ ^ order to implant chronic stable electrodes in the brain of rabbits. This 
laboratory is equipped with a state of the art microelectrode recording system that can be 
used to properly place electrodes during surgery, thus confirming that the electrode is in 
the correct position and able to record cells in that area. This system contains precision 
instruments that have been configured to operate in(b)(2)High, (tjhHd thus cannot be 
transported to the operating suite. The lACUC inspected this room prior to the first 
surgery and at least every 6 months and found it appropriate for conducting survival 
surgery. A total of 1 6 rabbits were covered by this exemption. 

Protocol 16440 (b)(6), (b)(7)c 

The PI requested permission by the suggestion of the Attending Veterinarian to house 1- 
day-old piglets in the lab for up to 48 hours. These piglets were anesthetized for up to 3 
hours. The lab contained a neonatal incubator to keep the piglets warm after anesthesia 
and to allow the lab staff to continually monitor and feed the piglets. 16 piglets were 
covered by this exemption. 
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